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Message Text 


UNCLASSIFIED 

PAGE 01 CAIRO 13424 041628Z 
43 

ACTION NSF-02 

INFO OCT-01 NEA-10 ISO-00 OES-06 AID-05 ARA-10 SSO-00 /034 W 

051269 

O 041558Z OCT 76 ZFF-4 
FM AMEMBASSY CAIRO 
TO AMEMBASSY MEXICO CITY IMMEDIATE 
SECSTATE WASHDC IMMEDIATE 7583 

UNCLAS CAIRO 13424 

MEXICO PASS PRONKO; STATE PASS NSF 

REP (A) MEXICO 12661, (B) CAIRO 13237, (C) STATE 220495, 

1. REF A, PARA 1 EMBASSY HAS NO RECORD OP SLAMEEKA LETTER TO 
IBRAHIM BADRAN. HOWEVER, EMBASSY ASSUMES CONTENTS OF LETTER 
PASSED TO BADRAN DURING SLAMEEKA'S TELCON WITH HIM TODAY 
10/4/76. (B) PRINCIPAL REP WITH WHOM SLAMEEKA SHOULD MEET 

IS PRESUMABLY DR AHMED BADR. (C) SINGLE ROOM CONFIRMED AT 
EMBASSY GUEST HOUSE AS STATED REP B. 

2. PER REFS B AND C RESERVATIONS CONFIRMED AT EMBASSY GUEST 
HOUSE NOV 6-11. IT IMPOSSIBLE AT THIS TIME TO RESERVE SEVENTH 
NIGHT. 

3. IMPOSSIBLE TO MAKE RESERVATIONS POR BOURNE (OCT 30 FOR 
6 NIGHTS). ALL HOTEL SPACE BOOKED. 

4. APPOINTMENTS BEING MADE. 

5. ADVISE GROUPS ETA SO THAT EMBASSY EXPEDITER CAN MEET. 

EILTS 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: MEETING DELEGATIONS, SCIENTIFIC MEETINGS, SCIENTIFIC VISITS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 04 OCT 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976CAIR013424 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760373-1362 
From: CAIRO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19761087/aaaacxdl.tel 

Line Count: 47 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NSF 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: 76 MEXICO 12661 , 76 CAIRO 13237, 76 STATE 220495 

Review Action: RELEASED, APPROVED 

Review Authority: izenbeiO 

Review Comment: n/a 

Review Content Flags: 

Review Date: 09 AUG 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <09 AUG 2004 by barnescd>; APPROVED <16 DEC 2004 by izenbei0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
Subject: n/a 

TAGS: TGEN, US, EG, MX 
To: MEXICO 
STATE 
Type: TE 
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